From: 

Nassif, Julianne (DPH) 

Sent: 

Friday, September 16, 2011 2:41 PM 

To: 

Hennigan, Scott (DPH) 

Cc: 

Salemi, Charles (DPH) 

Subject: 

RE: 


Yes, just knock on the door and someone will let you in. Chuck please advise the chemists in the area to not 
have samples out on the bench at that time. 

Julie 


From: Hennigan, Scott (DPH) 

Sent: Friday, September 16, 2011 1:57 PM 
To: Nassif, Julianne (DPH) 

Subject: 

Hi Julie 

Can we get into 361A (Drug lab) to look at the duct work for the fume hood on Tuesday around 7:00 am? 

Thanks Scott 

Scott Hennigan 

Laboratory Supervisor, Molecular Diagnostics Laboratory 

Division of Molecular Diagnostics and Virology 

Bureau of Laboratory Sciences MA Department of Public Health 

305 South St, Jamaica Plain, MA 02130 

Tel: 617-983-6391 Confidential Fax: 617-983-6363 

This email and attachment is intended only for authorized individuals and contains confidential information. If you have 
received this message in error and are not the intended recipient, please notify the sender by telephone or by separate 
email. Please do not press reply, and immediately destroy all paper and electronic copies of this email. 
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